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striven so hard frustrated to a great extent by his own
countrymen.

In this period of disappointment and failing health
Wilson must have found some consolation in the honour
in which Europeans held him for his labours in the
cause of world peace, and as a mark of this respect he
was awarded the Nobel Peace Prize in 1920. Happily
for him, perhaps, he did not live to see the collapse of
the League and all the hopes he had founded upon it,
with the coming of another world war such as he had
planned to avoid. From the illness which overtook him
in September, 1919, he never recovered, though he
lingered on in retirement in Washington for over four
years before he passed away in his sleep on February 3,
1924. He was one of the many who have failed though
they fought for a good cause. The glory of having given
the world a new hope will always be his, and if with the
outbreak of another World War his work appeared to
have crumbled into utter ruin, the inspiration still
remained to form the foundation of a finer and more
stable edifice of world order in the years to come.